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DATE 5 14372 17 AUG 6g 


mo » DIRECTOR 
ERG 4 25X1A 
settox: DPD (1525354452657 2959919) 
wre: S/C (11) 

DHD 25X1A 


TOR: VIZ AT AUG 69 
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REF: 2781 (OUT eae 
A A 


25X1A [|__| RECOMMENDS 1 EA OXYGEN TESTER AT EACH OPERATING 
LOCATION PLUS 2 EA FOR BACK-UP SPARES. PRICE 1S UNKNOWN. 
ITEM 1S LISTED IN FEDERAL CATALOG AS SNB-2 EA $55.29. 
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